DATA  SHEET   2.7.ID
JUNCTION   TRANSISTOR   LABORATORY

INTRODUCTION

The purpose   of  this   data   sheet   is   for  you  to  measure,   record,   and
compare  the   d-c  gains   and   resistances   of   the  three  basic  transistor
configurations.

\t    common-base  amplifier

a.     Complete   the   following   schematic  of   the   common-base  ampli-
fier   and   label   components;   i.e.,   Vcc,   VEg,   RE,   RL,   etc.

b.

c.

Static measurements and calculations:

(1) IE - _       (5) ic - ,

(2) VEB = _         (6) R! =

(3) IB - _        (7) AZ (a)

U) VCB - _

Dynamic measurements
C1) eout = _

ein -

(3) A

v

cl.  Questions:

(1) Write the formula for VEB for the above schematic.

VEB ~ ______,_________________________________________

(2) What would increasing the size of Rc (RL) do to the Av?

131transistor must dissipate power in the
